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NO CONTRACT 


1 December 1983 
ODP 83-1724 

MEMORANDUM FOR: Deputy Director for Administration 
FROM: 

Director of Data Processing 

SUBJECT: ODP Report for Week Ending 2 December 1983 


1. COMIREX Automated Management System (CAMS) 

The systems integration sole-source contract was 
presented to the Contracts Review Board on 22 November. The 
decision of the Board was to grant a sole-source contract to 
Synectics Corporation for three years. There will be an annual 
reevaluation for the renewal of the contract during this three- 
year period. 

2. Significant Events During Coming Weeks 
None . 


(1 December 1983) 


Distribution: 

Original - Addressee (via AIM) 
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NO CONTRACT 
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